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PAGE 01 ISTANB 02174 100845Z 
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ACTION SY-05 

INFO OCT-01 EUR-12 ISO-00 ( ISO ) W 

125342 

R 100801Z JUL 75 
FM AMCONSUL ISTANBUL 
TO SECSTATE WASHDC 6220 
INFO AMEMBASSY ATHENS 

UNCLAS ISTANBUL 2174 

DEPT EOR A/SY/T; ATHENS FOR TSO 

EO 11652: N/A 
TAGS: ASEC, TU 
SUBJECT: DETEX CLOCKS 

POST'S DETEX CLOCKS CURRENTLY FUNCTIONING POORLY. 
TWO HAVE BEEN SENT FOR REPAIR LEAVING THIS POST WITH 
ONLY ONE. POST HAS ENCOURNTERED SEVERAL PROBLEMS 
WITH THESE CLOCKS OVER THE PAST MONTHS. URGENTLY 
REQUEST YOU FURNISH THREE (3) NEW DETEX CLOCKS 
ON EMERGENCY BASIS. POST WILL ORDER FUTURE 
REQUIREMENTS THROUGH REGULAR PROCUREMENT 
CHANNELS. 
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